DOCKETED ITEMS     245

9005240250 Forwards Insp Repts 50-528/90-15,50-529/90-15 & 50-530/90-15 on
900319-23 & 0409-13.No violations or deviations noted.

RICHARDS.S. Region 5, Ofc of the Director. 90/05/10. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 53923:001-53923:012.

-9005240254 Insp Repts 50-528/90-15,50-529/90-15 & 50-530/90-15 on 900319-23 &
0409-13 No violations or deviations noted.Major areas inspected:Procedures
30703,40703 & 92700 utilized. Weaknesses noted in closeout of Unit 1 restart list.
ANGWP. WONG.H. Region 5, Ofc of the Director. 90/05/10. 9pp. 53923:004-
53923:012.

9005210048 Responds to NRC 900413 Itr re violations noted in Insp Repts 50-528/90-
03,50-529/90-03 & 50-530/90-03.Corrective actions: night order written for guidance
on use of instrumentation w/maint tag present.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/05/11, Document Control Branch (Document Control Desk). 3pp. 53873:164-
53873:167.

9005220046 Forwards Security Insp Repts 50-528/90-14,50-529/90-14 & 50-530/90-14
on 900404-30.Weaknesses identified in personnel training & contingency plan
implementation.EncI withheld (ref 10CFR2.790 & 73.21).

PATE.RJ. Region 5, Ofc of the Director. 90/05/15. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 53899:243-53899:248.

-9005220047 Partially withheld Insp Repts 50-528/90-14,50-529/90-14 & 50-530/90-14
on   900404-30   (ref   10CFR2.790   &   73.21).   Weaknesses   identified.Major  areas
inspected:security organization.physical barriers.lighting & assessment aids.
NORDERHAUG.LR., SCHAEFER.D., MCQUEEN.A.D. Region 5, Ofc of the Director.
90/05/07. 2pp. 53899:247-53899:248.

9005230113 Ack receipt of 900503 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-528/90-18, 50-529/90-18 & 50-530/90-18.
YUHAS.G.P. Region 5, Ofc of the Director. 90/05/16. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 1p. 53914:001-53914:011.

9005220383 Requests addl info re disposition of matls other than fittings & flanges due
to determination for resumption of activities for products.in connection w/NRC Bulletin
88-005.

PETERSON.S.R. Project Directorate V. 90/05/18. CONWAY.W.F. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 4pp. 53899:350-53899:353.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005010138 "Annual Radiological Environ Operating Rept for 1989." W/900424 Itr.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
89/12/31. 97pp. 53665:243-53665:339.

9005100109 Forwards "Annual Environ Operating Rept for 1989" & "Annual Rept for
Salt Deposition Monitoring Program 1989."

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/04/30. Document Control Branch (Document Control Desk). 1p. 53729:322-
53730:357.

-9005100136 "Annual Environ Operating Rept for 1989."

CARPENTER.M.L Arizona Public Service Co. (formerly Arizona Nuclear Power
Project). 89/12/31. 6pp. 53729:323-53729:327.

-9005100139 "Annual Rept for Salt Deposition Monitoring Program 1989."
* NUS Corp. 89/12/31. 390pp. 53729:328-53730:357.

9005160001 Monthly operating repts for Apr 1990 for Palo Verde Nuclear Generating
Station Units 1,2 & 3.W/900511 Itr.

PORTER.K.F.. LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear
Power Project). 90/04/30.16pp. 53836:052-53836:067.

S. Reportable occurrences, LERs & related correspondence

9004230544 PNO-V-90-018:on 900414,plant shut down for more than 48 h. Caused by
drop of Control Element Assembly CEA-80 during routine surveillance testing.Plant will
remain in Mode 3 during performance of post-trip activities & maint.
WONG,H.,  COE.D.   Region   5,   Ofc  of  the   Director.   90/04/16.   1p.   53584:237-
53584:237.

9005010135 LER 90-003-00:on 900328,discovered that Train A emergency diesel gen-
erator was inoperable as result of paint in fuel pump fuel metering rod ports in
cyiinders.Caused by inadequate instructions.Addl walkdown held.W/900426 Itr.
BRADISHJ.R., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear
Power Project). 90/04/26. 7pp. 53663:225-53663:231.

9005080062 Special Rept 3-SR-90-002-01 :on 900118Joose part detection sys in alarm
condition since startup.Channels will be reworked & returned to svc during next
scheduled refueling outage.

LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 90/
05/02. Document Control Branch (Document Control Desk). 3pp. 53769:352-
53769:354.

9005100254 LER 90-004-00:on 900414,reactor trip occurred.Caused by control element
assembly dropping into core due to optical isolator card malfunction.Card replaced &
retested.W/900507 Itr.

BRADISH,T.R., LEVINE.J.M, Arizona Public Service Co. (formerly Arizona Nuclear
Power Project). 90/05/07. 8pp. 53767:090-53767:097.

V. Operator Examinations

9004260383 Forwards post-exam security agreements for DK Hendrick, D Ensign.M
Alavi & author.Agreement certifies that signatories will not divulge info re 900320
exams.

CANNON,T.C. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/04/09. ROYACK.M. Region 5. Ofc of the Director. 5pp. 53615:158-53615:162.

9004300251 Forwards Licensed Operator Requalification Retake Exam Rept 50-528/
OL-9Q-01 on 900320.Rept details reexam of licensed senior reactor operator previous-
ly evaluated as unsatisfactory on simulator portion taken on 891009-1103.
KIRSCH.D.F. Region 5, Ofc of the Director. 90/04/11. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 2pp. 53654:210-53654:216.

-9004300253 Requalification Retake Exam Rept 50-528/OL-90-01 on 900320. Exam
results:performance of senior reactor operator during retake exam
satisfactory .Operators file will be updated accordingly.

ROYACK.MJ., MILLER.L.F. Region 5, Ofc of the Director. 90/04/09. 5pp. 53654-212-
53654:216.

9005230324 Forwards Initial Exam Continuation Rept 50-528/OL-90-Q2 on 900321.Pro-
cedural noncompliance noted re operator-ordered actions not in accordance w/alarm
response procedures for low pressurizer level.

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 90/05/02. CONWAY.W.F. Arizona
Public Service Co. (formerly Arizona Nuclear Power Project). 3pp. 53915-195-
53915:201.

-9005230329 Exam Rept 50-528/OL-90-02 on 900321.Exam results:senior reactor op-
erator passed continuing license exam.

ROYACK.MJ., MILLER.LF. Region 5. Ofc of the Director. 90/04/10. 4pp 53915-198-
53915:201.

DOCKET 50-537 CLINCH RIVER BREEDER REACTOR

A. Application/construction stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York. Inc. 81pp. 53663:001-53663:083.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltern 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

DOCKET 50-602 UN1V, OF TEXAS RESEARCH REACTOR

Q. Inspection reports, IE Bulletins & correspondence

9005010253 Forwards Insp Rept 50-602/90-01 on 900320-22.No violations or devi-
ations noted.

BEACH.A.B. Region 4, Ofc of the Director. 90/04/23. WEHRING.B.W. Texas. Univ. of,
Austin, TX. 2pp. 53667:164-53667:173.

-9005010273 Insp Rept 50-602/90-01 on 900320-22.No violations or deviations
noted.Major areas inspected:facility completion status.open items required to be com-
pleted prior to licensing & followup to allegations.

MURPHY.M.E., KELLY.D.L, BUNDY.H.F. Region 4, Ofc of the Director. 90/04/16.
8pp. 53667:166-53667:173.

9005150300 Forwards Insp Rept 50-602/90-02 on 900417-27.No violations or devi-
ations noted.

BEACH.A.B. Region 4, Ofc of the Director. 90/05/11. WEHRING.B.W. Texas, Univ. of,
Austin, TX. 2pp. 53822:340-53822:348.

-9005150301 Insp Rept 50-602/90-02 on 900417-27.No violations or deviations
noted.Major areas inspected:public allegation re water spring under nuclear engineer-
ing teaching lab bldg. Allegation partially substantiated.

MURPHY.M.E., KONWINSKI.G.R., SEIDLE.W.C. Region 4, Ofc of the Director. 90/05/
09. 7pp. 53822:342-53822:348.

DOCKET 50-603 ALCHEMIE FACILITY 1 - CPDF

G. Adjudicatory correspondence.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
